Subject: Refurbish 6th & Mesa Parking Lot Planter 
From: Lorena Parker 
Date: 02/18/2016 12:24 PM 
To: David Anthony Roberts 

CC: Jacob Haik<jacob.haik@lacity.org>, Ryan Ferguson <ryan.ferguson@lacity.org> 

David, 

Per our discussion and in order to expedite the process, we are going to forego any major construction requiring a permit and 
we are going to just make sure there is adequate electrical plugs in the area and fill in the small planter adjacent to Mesa St. 

We look forward to getting this project completed soon so that we can begin programming. 

Thank you for your support. 

Best regards, 

Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 
Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 
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